INVESTIGATION REPORT 1:
Location: Renostruct Night Map
Date: 09/05/2022

Log:

    Agent: Leo

    Activity: Joining Renostruct Night map to test some entrances.

    New Entry: Leo: "Doors not installed at entrances. Rejoining."

    New Entry: Leo: "TARDIS crashed GMod. Attempting to retry."

    New Entry: Leo: "Unable to spawn any TARDIS. Exploring alternative methods..."

    New Entry: Leo: "TARDIS Success! It's functional now."

    New Entry: Leo: "Destroying TARDIS has no effect. Awaiting user You2berek..."